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ACTION AF-08 

INFO OCT-01 ISO-OO EB-07 /016W 

077979 

R 231321Z SEP 76 
FM AMEMBASSY LILONGWE 
TO USDOC WASHDC 
SECSTATE WASHDC 364 

UNCLAS LILONGWE 0991 

USDOC 

E.O. 11652: N/A 

TAGS: BENC, BTIO, ENRG.HMI 

SUBJECT: NKULA FALLS B HYDROLECTRIC PROJECT 
REF: LILONGWE 0458 

1 . CONSULTING ENGINEERS FOR SUBJECT PROJECT (PARA 5B REFTEL) 

HAVE INFORMED EMBASSY AS OF SEPT. 18, NO REPEAT NO U.S. FIRMS 
HAVE INQUIRED ABOUT DOCUMENTS FOR PROJECT. ENGINEERS HAVE ALSO 
IS UED LETTER TO INTEJESTED FIRMS MAIN POINTS OF WHICH FOLLOW.; 

2. TENDERERS FOR PRINCIPAL PLANT CONTRACTS ARE INVITED TO 
ASSIST IN FINANCING OF THEIR PROJECTS AND EXPRESSED INTEREST 
IN PROJECT SHOULD BE ON SUCH BASIS. WHILE FORMS OF BILATERAL 
AID ARE PREFERRED BY GOM, CONSIDERATION WILL BE GIVEN TO 
EXPORT OR SUPPLIER CREDIT FACILITIES. CREDITS OR LOANS FROM 
BODIES CITED PARA 1 REFTEL WILT. NOT APPLY TO PRINCIPAL PLANT 
CONTRACTS. REPLIES SHOULD BE ADDRESSED TO CONSULTING ENGINEERS 
(PARA 5B REFTEL). TO ARRIVE BY OCT. 15, 1976. 

3. DESCRIPTION OF SCOPE OF WORKS REMAINS BASICALLY THAT SENT 
PARA 4 REFTEL WITH SOME ADDITIONAL EQUIPMENT. FURTHER DETAILS 
AVAILABLE FROM CONSULTING ENGINEERS. 

STEVENSON 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, HYDROELECTRIC POWER PLANTS, PROPOSALS (BID), INVESTMENT OPPORTUNITIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 SEP 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LILONG00991 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760361-1088 
From: LILONGWE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760929/aaaaayee.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 LILONGWE 458 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 FEB 2004 by MaustMC>; APPROVED <07 JAN 2005 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NKULA FALLS B HYDROLECTRIC PROJECT 
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